OASES.
Aether.
The paper box for receiving1 the gas is five inches in each of its dimensions, and is suspended from the scale beam by a wire stirrup, so that it may be reversed. After bringing the scale to equilibrium, in air by placing some small weights in the pan, the air contained by the box may be displaced by pouring in carbonic acid g'as. The box will immediately descend, showing that carbonic acid gas is
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Gas Wheel.
heavier than air. Allowing the weights in the pan to remain the same, the paper box is inverted, when the carbonic acid falls out, and air takes its place. The balance beam again becomes horizontal. Now, by opening a jar of hydrogen under the box, the air is again displaced, this time, however, by the rising of the inflowing gas. When 1he greater portion of the air is replaced by hydrogen, the box rises, show-n in Fig. 80.
